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Message Text 



UNCLASSIFIED 

PAGE 01 PORT L 00823 I60732Z 
14 

ACTION AF-06 

INFO OCT-OI ISO-00 AID-05 MED-03 SSO-00 /015 W 

I25I33 

O 160720Z OCT 75 

FM AMEMBASSY PORT LOUIS 

TO SECSTATE WASHDC IMMEDIATE 5479 

UNCLAS PORT LOUIS 0823 

E.O. 1 1652: N/A 
TAGS: EAID, MP 

SUBJECT: SELE-HELP PROJECT FOR HOSPITAL SURGICAL EQUIPMENT 
REE: STATE 240727 

1. REQUEST CLARIEICATION PARAGRAPH 3 REFTEL. IS CHILDREN'S 
HOSPITAL PAYING ALL TRANSPORTATION EXPENSES? 

2. EMBASSY WILL HOLD UP SIGNING ADDITIONAL lAA UNTIL DEPARTMENT 
CONFIRMS THAT THE $7,200 COST OE EQUIPMENT IS TOTAL COST TO US 
FROM SELF HELP EUNDS AND THAT TRANSPORTATION EXPENSES WILL NOT 
BE BORNE BY EMBASSY. 

MANHARD 



UNCLASSIFIED 



NNN 
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